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pupils, $1.25 per pupil for the next 300 pupils, $1.00 per pupil for th next 500
pupils, and 750 per pupil for each pupil in excess of 1,000 pupils.
e. Library staff
For high schools having enroliments of 100 or fewer pupils, a teacher-librarian
with at least twvelve semester hours in library science in an approved library
school devoting not less than two class periods per day to library service. En-
rollnents of 101 to 200 pupils-teacher-librarian with at least twelve semester
hours of library science in an approved library school devoting not fewer than
three class periods a day to library service.
Enrollment of 201 to 400 pupils-teacher-librarian with at least eighteen se-
inester hours of library science in an approved library school devoting not
fewer than four class periods a (lay to library service.
Enrollment of 400 or more pupils-full-time librarian with same qualifications
and educational background as teachers including 24-30 semester hours of li-
brary science in an approved library school.
f. Hours library is required to be open
High schools employing teacher-librarians must keep the library open all day
under supervision, using student help or teachers. The teacher-librarian should
be responsible for training all library assistants.
g. Library records
All high school libraries shall keep an accurate accession record, shall have a
shelf list, a card catalog, and an adequate loan system.
h. Instr ction in use of library
In each accredited high school a minimum ef ten lessons in the use of the
library shall be given.
i. Housing of the library
Libraries may be housed in either library-study hall rooms or in special library
rooms equipped with tables, chairs, shdlves, loan desk, magazine shelves, bulletin
board, catalog case, vertical files, and other essential office furniture. The room
should be large enough to accommodate one-tenth of the high school enroll-
ment, allowing 25 square feet of floor area per person. The library should be
large enough to seat the largest class plus twenty in schools with an enrollment
of less than 200 pupils and fifteen per cent of the enrolhnent in schools with an
enrollment of 201 or more.
j. Functioning of the library
For purposes of accreditation of high schools, the functioning of the library
shall be given equal weight with the suantitative standards set up in the pre-
ceeding sections of these library standards.
18. Requirements for Graduation
In order to receive a state high school diploma a pupil must earn sixteen (16)
units of crdAit, distributed as follows:
E ng lish  ........ . .........................................  3  u n its
U nited  States  history  ...................................... 1  unit
Second  m ajor  ..................................... .......  3  units
F irst  m inor  ...............................................  2  units
Second  m inor  .............................................  2  units
E lectives  .................................................  5  units


